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( i) In the Punjab Financial Rules. Volume 1 

in Rule 5.9 (a ) remove the full stop and the 
following after the words “ Government 
Servant concerned " appearing at the end of 
the paragraph of this rule : 


No. 438-2FR - 71 /17815. - In exercise of the power 
conferred by clause ( 2) of Article 283 of the Consti 
tution of India and all other powers enabling him in 
this behalf , the Governor of Haryana hereby makes 
the following rules further to amend the Punjab 
Financial Rules, Volume I, in its application to the 
State of Haryana, namely : -- 

(i) Thesc rules may be called the Punjab Fin 

ancial Rules , Volume I ( Haryana tenth 
Amendment ) Rules , 1971 , 


* and he shall keep a record of such deductions 

in Form P.F.R. 4 - A .. 


G. V. GUPTA , Secretary. 


The 28th July , 1971 


ase 


No. 4574-2FR -71/20338.- In exercise of the powers conferred by the proviso to Article 309 of 
the Constitution of India and other powers enabling him in this behalf , the Governor of Haryana is pleased 
to make the following rules , further to amend the Punjab Civil Services Rules, Volume II, as 
applicable to the Haryana Government Employees, namely : 

(1) These rules may be called the Punjab Civil Services, Volume II (Haryana 2nd Amendment) 

Rules, 1971 . 


(2 ) They shall comc into force with effect from 1st July , 1971, 
(3) In the Punjab Civil Services Rules, Volume II, for the existing Annexure to Chapter XI, the 

following shall be substituted , namely : 


ANNEXURE 


(Referred to in Rule 11.5 ) 


Commutation Table based on the rate of interet of 4.75 per cent per annum and the improvement 
in mortality rate as adopted by the Central Government in case of their pensioners (Commutation value) 
for a pension of Rupee one per annum . 


Age next birthday 


Commutation value 
expressed 2s number of 

years purchase 


Age next birthday 


Commutation value 
expressed as number of 

years purchase 


1 


2 


3 


4 


17 


19.28 


51 


12.95 


18 


19.20 


52 


12.66 


19 


19.11 


53 


12.35 


20 


19.01 


54 


12.05 


21 


18.91 


55 


11.73 


22 


18.81 


56 


11.42 


23 


18.70 


57 


11.10 


24 


18.59 


58 


10.78 


25 


1847 


59 


10.46 


26 


18.34 


60 


10.13 


27 


18.21 


61 


9.81 


28 


18.07 


62 


9.48 


29 


17.93 


63 


9.15 


30 


17.78 


64 


8.82 
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1 


2 


3 


31 


17.62 


65 


8.50 


32 


17.46 


66 


8.17 


33 


.. 


17.29 


67 


7.85 


34 


17.11 


68 


7,53 


35 


16.92 


69 


7.22 


36 


16.72 


70 


6.91 


37 


16.52 


71 


6.60 


38 


16.31 


72 


6.30 


39 


16.09 


73 


6.01 


40 


15.87 


74 


5.72 


41 


15.64 


75 


5.44 


42 


15.40 


76 


5.17 


43 


15.15 


77 


4.90 


44 


14.90 


78 


4.65 


45 


14.64 


79 


4.40 


46 


14.37 


80 


4.17 


47 


14.10 


81 


3.94 


48 


.. 


13.82 


82 


3.72 


49 


13.54 


83 


3.52 


50 


13.25 


84 


3.32 


85 


3.13 


The 18th August , 1971 


No. 17070- TA (4T)-71 /17798. - Shri P. L. Sondhi, Administrative Officer , Treasuries and Accounts 
Branch , Finance Department, Haryana , has retired from Government Service with effect from the after 
noon of the 27th July, 1971, on attaining the age of superannuation . 


J. S. SAROHIA , 

Secretary . 
FINANCE (LOTTERIES) DEPARTMENT 

The 8th August, 1971 
NO. DOL HR71/ 12253.— The Governor of Haryana is pleased to make the following rules for 
the conduct of special daily draws of the Haryana State Lotteries during the currency of the 30th 
Draw as follows namely : 


1. These rules may be called the rules for the conduct of special daily draws during 

the currency of 30th Draw of Haryana State Lotterțes. 
(1) There shall be special daily draws of Haryana State Lotteries for 12 days commencing 

from 20th August, 1971. In each such daily draws, except Sundays, one prize of Rs. 5,000 /-, 
10 prizes of Rs . 2007- each ( one from each sold or partially sold series ) and 10 prices 
of Rs . 100 /-each ( one from each sold or partially sold series ) will be drawn . On each 
intervening Sunday there will be on : prize of Rs 5,000 /- only . 
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(ii) All tickets of the 30th draw shall be included in each special daily draw and shall 

again be eligible for the final draw to be held on 8th September, 1971. 
( iii) One ticket shall win only one prize provided more than one prizes will be admissible to a 

ticket in case of daily draw prizes . 
(iv) The procedure of the draw will be the same as prescribed for a ragular draw . The 

Special Daily Draws will be held in the presence of Judges approved by the Government. 


The 19th August, 1971 


No. DOL /HR /71/12461.- The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 20th August, 1971 : 

(i) Shri Sudarshan Laal, Research Officer, Economic & Statistical Department, Haryana , 

Chandigarh . 
(ii ) Shri K. S. Kuthiala, State Employment Officer, Haryana , Chandigarh . 

J. R , DHINGRA , 
Director of Lotteries- cum - Deputy Secy . 


DEVELOPMENT AND PANCHAYAT DEPARTMENT 

The 16th / 19th August, 1971 
No. 3285-BAP1-71 /5406.- In pursuance of the provisions of section 61 of the Punjab 
Panchayat Samitis and Zila Parishads Act, 1961, the Governor of Haryana, is pleased to remit the local 
rate amounting to R $ 2620.51 paise (Rupeas two thousands six hundred twenty and fifty one paise ) 
only in respot of the following villages of District Karaal, as per details given against each : 


Name of village 


Year 


Remarks 


Amount of 
local rate 
remitted 


2065.60 


1. Villages Mukarampur , 

Baldi and Zarifan 
Virap 


Period prior 
to 12-7-1955 
from Kharif 55 
to Rabi, 67 (1.e. 
aftor 12-7-55 ) 


The land revenue in respect of 
these non - income bearing 
agricultural evacuee lands of 
these villages taken by the 
G.0.1, was written off by the 
F.C.R . , - vide bis memo No. 
6139 - AIT- 67 /3149 , dated Sth 
September , 1967 
This remission relates to the 
land in respect of which the 
demand of fixed land revenue 
has already been reduced 
remitted by the F.C.R., Haryana 
, -vide his memo No. 5126 - AII 
2-70 / 123315, dated 23rd Septem 
ber, 1970 . 


1970-71 


554.91 


2. Villages detailed in 

D.C. Karpal s memo 
No. 10177 /DRA , 
dated 14-8-70 


Total Rs 


2620.51 


G. L. BAILUR , Secy . 


DEVELOPMENT DEPARTMENT 


The 11th August , 1971 


No. 600 - IRDB - 71 /9518 :—The Chairman , Rural Development Board , Hi syara , i picct CC 
operative the Secretary Social Welfare Department, Haryana . as an official member of the Board . 


N.KS. JHALA , 


Member Secretary, Rural Development Board , 
& Deputy Secretary Development, Haryana . 


